ETag: "4c79442db605297d9dccb2819e68fa37"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 64501
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge David D. Dowd, Jr
x-archive-meta-case-cause: Patent Non-Infringement
x-archive-meta-case-name: Falana v. Kent Displays, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ohnd
x-archive-meta-date-case-filed: 2008-03-22
x-archive-meta-date-case-terminated: 2010-12-15
x-archive-meta-docket-num: 5:08-cv-00720
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 150035
x-archive-meta-referred-to: Magistrate Judge Kathleen B. Burke
x-archive-queue-derive: 0
x-upload-date: 2012-02-27T20:02:21.000Z
